How Scarce Are Perfins on U., S. 
Registration — Stam mp? it should 
stand to reason that Perfins are 
relatively scarce onthe United 
States 10-cent registration stamp 
of 1911. The stamp was issued for 
the prepayment of registry only , 
and was not valid for postage. 

The editor's collectioninclwes 
only one Perfin on this issue. The 
Perfin is S-180, used by Simonds 
Manufacturing Company, Fitchburg, 
Mass. 

The editor would be pleased to 
hear from other members who have 
Perfins on this stamp. 


